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Message Text 

UNCLASSIFIED 

PAGE 01 VIENNA 06202 011613Z 
ACTION 10-14 

INFO OCT-01 OES-07 ISO-OO ONY-OO /022 W 

025998 020001Z/63 

R 011452Z JUL 77 
FM AMEMBASSY VIENNA 
TO USERDA HQ WASHDC 
INFO SECSTATE WASHDC 2370 
USERDA HQ GERMANTOWN 

UNCLAS VIENNA 6202 

USIAEA 

DEPT PASS IO/SCT AND OES/NET ONLY 

E.O. 11652: N/A 

TAGS: IAEA, EAID, TECH, US 

SUBJECT: EQUIPMENT GRANTS TO IAEA - 1976 

REF: A) AMMONS/GABBERT TWX 231501Z JUN 77 

B) UPSHAW/WILLIAMSON TWX 231539Z MAY 77 

C) IAEA VIENNA 1820 

D) IAEA VIENNA 2132 

1 . IN VIEW OF FINANCIAL SITUATION REFERRED TO IN REF 
A, IAEA WILL NOT MAKE UP SPECS FOR ITEMS C THROUGH P 
AS REQUESTED REF B. IF IT APPEARS THAT FUNDS 

WILL BECOME AVAILABLE FOR EQUIPMENT FOR SEIBERSDORF, 

PLEASE INFORM AND THE SPECIFICATIONS WILL BE MADE UP 
PROMPTLY. 

2. DR. FRIED OF JOINT DIVISION INQUIRES AS 

TO STATUS OF PHYTOTRON AND RATIOMETER. PLEASE ADVISE. 

3. SPECS OF GERMANIUM INTERINSIC DETECTOR AND 
AMPLIFIER TRANSMITTED REF. D. PLEASE ADVISE EXACT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 VIENNA 06202 011613Z 

NATURE OF ADDITIONAL SPECIFICATIONS DESIRED. ALSO 
PLEASE ADVISE IF IT WILL BE POSSIBLE TO ACTUALLY 
COMPLETE THESE PURCHASES WITH FUNDS AVAILABLE. 

STONE 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, RESEARCH, GRANTS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 01 -Jul-1 977 12:00:00 am 
Decaption Date: 22 May 2009 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977VIENNA06202 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770236-0309 

Format: TEL 

From: VIENNA USIAEA 

Handling Restrictions: 

Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770796/aaaadfjx.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: e8e0f071-c288-dd11-92da-001cc4696bcc 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: ONLY 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: ONLY 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1978176 
Secure: OPEN 
Status: NATIVE 

Subject: EQUIPMENT GRANTS TO IAEA - 1976 
TAGS: EAID, TECH, US, IAEA 
To: ERDA WASHDC 
Type: TE 
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